Date Issued: September 15, 2015 


NOTICE - MEETING CANCELED 
September 16,2015 Meeting of the Finance Committee 


Please be advised that there will not be a meeting of the Finance Committee of the Board of 
Directors of the Cook County Health and Hospitals System on Wednesday, September 16, 
2015 at 1900 W. Polk Street, in the second floor conference room, Chicago, Illinois. 

The next regular meeting of this Committee is scheduled for Friday, October 23, 2015 at 9:00 A.M. 


xxxxxxxxxxxxxxxxxxxxx 

Deborah Santana 
Secretary to the Board 


Committee Members: 

Chairman: Collens 

Members: Board Chairman Hammock (Ex-Officio) and Directors Butler, Estrada and Wiese 

Steven Scheer (non-Director Member) 




